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Mary J, Davies, wife of James A. McAlla 
1863 - 1907 

< 7 /^ 

^ William d, Nov, 21, 1862, age 53 yrs. 


AT 


William 1862 - 


Miller 

Montgomery 

Morgan 

Newton 

^5vP*^^^orton 


Charlotte Harding Fowler, wife of Richard Meredith 
1782 - 1835 -- 

Freeona A,- See Sullender, Freeona A. 

^Richard 1773 - 1853 

K Roxana Dimmick, wife of William Meredith 
^ 1817 - 1856 

>; WiUiam 1820 - 1876 

^DeForeat M., d. July 25, I 863 , age 1 yr, f'J- /J ^ 

^Y—Ranaora, d. General Hospital, Washington, D.C, 

^ Dec, 18, 1862, age 44 yra, 

Aaenath VIella, wife of C.W, Miller 
b, Deo, 22, 1819; d, June 23, I 883 


Margaret - See Annett (or Arnett), Margaret 

^ Je^tte I 853 - 1929 

Hellen - See Aitken, Hellen 


^*bn.r died D,c. 22, ISHl 


Charles W,, d, Apr, l4, 1884, age 62 yrs, 7 mo. 


Charlott/, d, Feb, 7, 1858, age 46 yrs, 

Dorastus d, Apr, 14, 1858, age 42 yrs. 

Elisa Deck, wife of Charles W, Wileon - no dates 

Mary,- wife of Abner Norton d, July 28, 1849 

' (^7- tp 

X Rachel Halstead, wife of Serll Peck 
^Feb, 21, 1820 - Apr, 4, I860 

Seril, Jan. 15, 1814 - May 29, 1882 


Pitcher Benjamin, Jan. 9, 1801 - Dec, 23 , 1882 




in I 


